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corkscrew motion. The mechanism of these movements is not
understood. Flagella or other organs of locomotion are not inown
among the blue-green algae.

Frc. 433. Tolypotkrix showing two heterocysta and false branching
Note remains of a dead cell where branching occurred, (x 415)

Distribution. The Cyanophyceae are found in all parts of the
vorld. They usually occur in water or in damp localities, but also
>ccur in dry situations. They are frequently very abundant in fresh

Fie. 434. Scytonema showing false branching
vater, and sometimes occur in such quantities as to produce a dis-
jnct color, the so-called ."waterbloom." The Cyanophyceae may
lave an unpleasant odor, and when they occur in water in great
juantities, their death and decay frequently gives the water a very
lisagreeable odor and taste. In this way they may become a great
luisance in water supplies or to people living along bodies of water